To:  Vaughan,  Moily[Vaughan. Molly@epa.gov];  Roos,  Judy[Roos. Judy@epa.gov];  Wasco, 

Melanie[wasco. meianie@epa.gov];  Payan,  Meiissa[Payan. Meiissa@epa.gov] 

From:  Briggs,  Sandra 

Sent:  Mon  8/10/2015  9:39:10  PM 

Subject:  Room  Switch 


Good  Afternoon! 

Due  to  the  Goid  King  Mine  Spiii,  the  REOC  will  be  using  the  Snake  River  room  for  a 
while  (at  least  until  08/21),  therefore  your  meetings  (Tuesday,  August  ll*”)  has  been  switched 
to  another  room.  We  apologize  for  any  inconvenience  this  may  cause.  If  you  have  other 
meetings  in  the  Snake  River  room  during  the  time  above  mentioned,  know  that  they  will  be 
switched  to  another  room. 

Thank  you  and  have  a good  evening! 


Molly  > Monday,  08/10  @ 3:30  PM,  Onyx  room  #5112  (Denver  time) 


Judy  > Tuesday,  08/11  @ 10  AM,  Prairie  Rose  room  # 7101 


Melanie  > Tuesday,  08/11  @ 1 PM,  Gray  Wolf  room  # 6107 


Melissa  > Tuesday,  08/11  @ 3 PM,  Onyx  room  # 5112. 


Sandra  Briggs  - Contractor 
Bayaud  Enterprises 
US  EPA  Region  8 
1595  Wynkoop  Street 
Denver,  CO  80202-1129 
Conference  Center  Receptionist 
TMS-I,  Second  Fioor  (2CC) 
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303-3127078  (Voice) 


303-312-6586  (Fax) 

briggs.sandra@epa.gov 

"Choose  to  be  Happy  Today!  It  makes  all  the  difference  in  the  World!"  ~JMB~ 
"Please  consider  the  environment  before  printing  this  email." 
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